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With the advent of the new 2.0 FIPS module there are now two distinct 
versions of the User Guide for the OpenSSL FIPS Object Module. 


The original User Guide document for the OpenSSL FIPS Object Module Version 
1.2 (FIPS 140-2 validation certificate #1051) can be found at: 


http://openssl.org/docs/fips/UserGuide-1.2. pdf 


The new User Guide document for the OpenSSL FIPS Object Module Version v2.0 
(FIPS 140-2 validation certificate #1747) can be found at: 


http://openssl.org/docs/fips/UserGuide-2.0. pdf 


